DIME SAVINGS BANK BUILDING. 
DETROIT, MICH. 


The Dime Savings Bank Building is a 23-story Office 
Building located on the corner of Griswold and Ford Streets. 

It is 286 feet high from the sidewalk to cornice. A beautiful 
view of the surrounding country is obtained from the roof. 
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